CHRISTOPHER  WREN  CHURCH 
(Federated) 
Sandwich,  Massachusetts 
Built  in   1847  —  patterned  after  th«  Church  of 
Mary-U-Bow    in    London    (ona    of    50  designed 
Christopher    Wren).    The    first    meeting  house 
Sandwich  was  established  in  1437-38. 


